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Office Memorandum 



UNITED STATES GOVERNMENT 



TO : 
FROM : 
SUBJECT: 

With thi 



Colonel Tarr, 235 South lid*. date: 30 October 1945 

Chief Surgeon, Medical Services Office 

loster of Medical Services Personnel 

Attached is roster of Medical Services personnel who will he on duty 
3 office as of November 1, December 1 and January 1, 1946# 









w a; 

- u 

0 c 

/ ^ 

r F s; ' 



Colonel *arr, 235 South Ildg. 30 October 1945 

Chief Surgeon, Medical Services Office 

■ 

Hoster of Medical Services Peraonnel 

Attached is roster of Medical Services personnel who will he on duty 
with this office as of Hoveaber 1, December 1 and January 1, 1946. 
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Bemaining personnel as of 



O' 



Hone 


Bank 


Duty Bore mber 1 


December 1 


January 1 


Willis A. Murphy, MC, USHP. 


Lt. Condr 


Chief Surgeon, MSO 


X 


*• 


“ 


Major Pedro M. Sousa, MC 


Major 


Headqiarters Surgeon 


X 




X 


Bober t S. Condie, MC 


Captain 


Ass* t Idqtrs Surgeon 


X 


X 


X 


Louis S. Lostfogel, MC 


Major 


Surgeon, Detachment T 


X 






Wi ll Imp 5 Tr^Loom*m?*MC~ 


Major 


Ass 1 1 Idqtrs Surgeon 


X 


X 


* 


Willian M. Joseph, MAC 


Captain 


Supply & Personnel Offcer 


X 


X 


X 


S/Sgt. Lewis X* Toung 


s/set. 


Senior Bon-Com 


X 


X 


X 


Jack M. Silberman 


l/sct 


Bon- Com in Chg of Disp. 


X 


X 


X 


Percy Kaplan 


s/set 


Supply Clerk 


X 


“ 


*• 


Morris Ackerman 


Set. 


Becord Clerk 


X 


X 


X 


George P. White J 


Fh H 1/c 


Dhf clerk in chg of supply rm 












and Bavy records 


X 


— 


*• 


John A. White 


T/4 


Laboratory technician, Disp 


X 


X 


X 


Joseph A. Maher 


Pk M l/c 


Chg of disp records (Bavy) 


X 


- 




Joseph W. Smith 


Ph M 3/c 


Baval Medical technician 


X 


X 


X 


James W. Jrown 


Captain 


Dental Officer, Hq. Disp 


X 


X 


X 


Adam Pikul 


S C t, 


X-ray technician, Disp 


X 


X 


X 


Werner Kronenberger 


Cpi. 


Dental technician 


X 


— 


*• 


Xrik Buchhardt 


s/3 


Non-Com in Charge Det T Disp 


X 


— 


- 


Tred B. Bartzell 


T/4 


X-ray technician, Det T 


X 


X 


X 


Spiros Taflanbas 


T/4 


Non-Com in charge, Det M C M 


X 


X 


rr 


Arthur Bennett 


Pfc. 


To replace S/Sgt. Kaplan 


X 


X 


X 


Morris Penn 


Pfc. 


Med. Technician, Disp 


X 


X 


X 


William C. Smith 


Set. 


Laboratory technician, Disp 


X 


X 


X 


Beuben Beck 


Cpl. 


Becord clerk, Dispensary 


X 


X 


X 


Irnest 5. Mitzner 


Pvt. 


Technician, Detachment C 


X 


X 


X 


Civilians 












Mrs. Sarah F. Gilboy 


Cir. 


Burse in charge of War Annex 












Imergency Boom 


X 


- 


- 


Miss Polly T. Praaptom 


CiT. 


Nurse in Xmer Bm. Qjie Bldg. 


X 


X 


X 


Miss Katherine M. Werner 


Cir. 


Chief Burse, Imer Bm. Q, Bldg 


X 


X 


X 


Dr. Laurence M. Thompson 


Cir. 


Physician in charge of civil- 












ian medical care, OSS 


X 


X 


X 


Miss Idith J. Saull 


Cir. 


Secretary to Chief Surgeon 


X 


X 


X 



TOTALS 
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OFFICE OF STRATEGIC SERVICES 

WASHINGTON, D. C. 




26 September 1945 



SUBJECT: Status of MedicalJS ervic es Personnel. 

TO « Colonel Edward Gamble, Rm 223, Administration Bldg. 



1. The status of Medical Services personnel as of 1 October 1945 will 
be as outlined below. It is expected that on that date Colonel Missal will 
be relieved of active duty and Lt. Comdr. Murphy will assume the duties of 
Chief Surgeon. 



EXECUTIVE OFFICE 



Chief Surgeon 

Senior Non-com — 

Secretary — 

ADMINISTRATIVE OFFICE 



Lt Comdr. W. A. Murphy, MC. 

S/Sgt L. E. Young sub for M/Sgt J. 

Nelligan 

Edith J. Saull 



Administrative and Personnel Officer Captain Wm M. Joseph, MAC 

Supply Clerk S/Sgt Percy Kaplan 

Record Clerk Sgt Morris Ackerman 

Chief Clerk in charge of Supply room & 

Navy records PhM l/c George P. White 



HEADQUARTERS DISPENSARY 

Headquarters Surgeon Najor Pedro Souza, UC 

Ass't Headquarters Surgeon Capt. Robert S. Condie, MC 

Ass't Headquarters Surgeon Lt(sg) Lawrence J. Gibboney, MC (USNR) 

Chief Non-Com in charge of Dispensary 1st Sgt Jack M. Silberman 

Chief Clerk in charge of Dispensary Records CPhM Eugene Hoyt 

Lab & Immunization technician — T/4 John A. White 

Chief Clerk in charge of Disp. Navy Records PhM l/c Joseph A. Maher 

Naval Medical Technician 3/c Joseph W. Smith 

X-ray Technician Adam Pikul 

Med Tech in charge of treatment room T/5 Angelo H. Kaleyias 

DENTAL CLINIC AT HQTRS DISPENSARY 

Dental Surgeon Captain Edward Z. Radio, DC 

Dental Technician T/3 Daniel Bender 



L 




jBENCY room que building 

vilian Doctor in Charge — 

dad Nurse 

Ass * t Nurse — 

emergency room war annex 

Nurse in Charge 

DETACHMENT H F" INFIRMARY 

Detachment Surgeon 

Non-com in Charge 

Med Tech in Treatment Room 

X-ray technician — 

DENTAL CLINIC AT DETACHMENT H F" 

Dental Surgeon in Charge 

Dental Technician 



Dr. Laurance Mills Thompson 
Katherine M. Werner 
Mrs. Polly Franpton 



Mrs. Sarah P. Gilboy 



— Major Louis Lostfogel, MC 

— T/3 Erik Buchhardt 

— S/Sgt Paul Hipp 

— T/4 Fred B. Hartzel 



Captain Robert E. Moyers, DC 

S/Sgt Frank R. Weber 



DETACHMENT M C W INFIRMARY 



Detachment Surgeon — Captain Wilmot Boone 

Non-Com in Charge t/ 4 Spiros Taflsmbas 

Medical Technician —————— T/5 Luis 0, Farrell 

MEDICAL SERVICES INFIRMARY ON THE VEST COAST 

Detachment Surgeon Major Ralph W. Isaac, MC 

Non-com in Charge T / 4 Edward J. John 

Medical Technician c Pl Gordon A. Kennedy 



2. By 1 November 1945 it is expected that the following personnel 
will be released. 

Major Ralph W, Isaac, MC 
Captain Robert E. Moyers, DC 
Captain Wilmot Boone, MC 
S/Sgt Frank R. Weber 
S/Sgt Paul Hipp 
T/4 Spiros Taflambas 
T/4 Edward J. John 
Cpl Gordon A. Kennedy 
T/5 Luis 0. Farrell 

It may be possible that a civilian nurse may also be released by 
1 November. 

3. By 1 December 1945 if Detachment “F M closes the following will be 
released. 



Major Louis Lostfogel, MC 
T/3 Erik Euchhardt 
T/4 Fred B. Hartzel 



4, While OSS or an organization succeeding OSS continues to function, 
a remaining staff will have to be maintained until the organization ceases 

o function in order to provide medical care for the personnel. 

5. Since it is impossible at this time to predict what will happen 
after 1 October, the above estimate is based primarily on conjecture. 



^SYLVESTER C. MISSAL, 
"Colonel, M. C., 

Chief Surgeon, 

Medical Services Office. 




26 September 1945 



SUBJECT i Status of liedical Services Personnel, 

TO i Colonel Edvrrjrd Gamble, Rm 223, Administration Bldg. 



1. The status of Medical Services personnel as of 1 October 1945 will 
bo as outlined below. It is expected that on that date Colonel ltissal will 
be relieved of active duty and Lt. Comdr. Murphy will assume the dutiee of 
Chiof Surgeon, 



EXECUTIVE OFFICE 

Chief Surgeon 

Senior Non-ccm 

Secretary — — 

ADM INISTRATIVE OFFICE 



•“ — • riok .. *eber 

Lt Comdr. tf. A. Murphy, MC. 

S/Sgt L, E. Young eub for M/Sgt J. 

Nelligan 

Edith J. Saull 



Administrative and Personnel Officer — — Captain Tm M. Joseph, MAC 

Supply Clerk S/Sgt Percy Kaplan 

Record Clerk 3gt Morris Ackerman 

Chief Clerk in charge of Supply room & 

Navy records — PhM l/c George P. White 



HEADCUARTr RS DISPENSARY 

Headquarters Surgeon Major Pedro Souza, MC 

Aos’t Headquarters Surgeon —————— Capt. Robert S. Condie, WC 

Ass*t Headquarters Surgeon Lt(sg) Lawrence J. Gibboney, MC (US m) 

Chief Non-Com in charge of Dispensary — 1st Sgt Jack U. Silberman 

Chief Clerk in chargo of Dispensary Records CPhH Eugene Hoyt 
Lab A Immunization technician — T/4 John A. White 

Chief Clerk in charge of Disp. Navy Records PhH l/c Joseph A. Maher 

Naval Medical Technician ’■ PhM 3/c Joseph W. Smith 

X-ray Technician Sgt Adam Pikul 

Med Tech in charge of treatment room — — T/5 Angelo H, Kaleyias 



DENTAL CLINIC AT HOTRS DISPENSARY 



Dental Surgeon Captain Edward Z. Radio, DC 

Dental Technician T/3 Daniel Bender 
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— «r B . Sarah P. Gilboy 



Nurse i„ Charge 

HI XjjQRI m 

2SST2 Sr 

* ams a m mm ~ 1/4 rr «'“-“StM 

Cental Sur geo „ in r . 

Dental Technician -l^ 88 c + 

Captain Robert E u 

5£2i£{ ^ I£i XHFirmauv ‘ S/Sgt Fra "k V,e^ r yera - 

Detachaent S urgeoa 

hon-Com in Char 

“^icai Technics’ll::::: *::::::: '* na <* *o 0ne 

& a^.’ssar 

J&i ifflt J$ST COAST 

Detachment Surg eon 

Non-com in Char™ „ . 

Medical Techndr? 8 “ Ka Jor Ralph i? t« 

T / 4 E^erS?* j* b * ao > “ C 

will hf* f 7 1 Nov eober 1945 it , ^ Gordon A > Kennedy 

11 “ “ *■ “'•««' «* «h. foll 0Bin 

owin e Personnel 

*kjor Ralph W t« 

Captain Rolti ?T' MC 

Obtain y.'il O0t SS^c’ « 

S/Sgt Frank ft. Weber’ 

S/Sgt Paul Hipp 
T/4 Spiros Taflaabaa 
r, “ dw * rd J - John 

TA ?°f °" A * K ®nnedy 
T/5 Luis 0. Farrell y 

.. may be Possible that a civilian 

, ' ““ — k. „ 

>«•— 1. 1 1 IMS it Detachment -F~ .. 

oloee. the following » 1U 

T/3°L^ 8 L08tf °Sel, UC 
T/3 Erik Euchhardt 

T /4 Fred B. Hartzel 
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WAR DEPARTMENT 

OFFICE OF THE ASSISTANT SECRETARY OF WAR 

STRATEGIC SERVICES UNIT 

25th 6. E STREETS, N.W. 
WASHINGTON 25, D.C. 




MEMORANDUM 

Colonel Gamble 

SUBJECT: Medical Services Personnel, 



be the successor of Colonel 1 Missal ^t^wa Murphy ’ who is to 
the personnel involved in memoranda £f £1 £! e f s ^ ed that 
in excess of the expectations of vl 26 September is far 
Officer, Comdr, wSphy posed several q^e^SoL:^ Llquldatin S 

"°£* S£ *» 



(i) 



(2) 



(3) 



^rSIhfS 2 Z ZlllllVer adm1 ? 13 - 

aZo^ nE J' hlCh 13 not d °neby man? of "S’ 
agencies here in Washington, 

t ^“^“SLS ora> '“ 1<1 6 ” i» 



141 "" SH.S tM = br “' h 

unwilling to continu0 a the <, dlscua31on n bewond fflCe 110 wa3 
during his presence. However r 7 ? \ certaln Point 

reduc t ion 6 in-force ' ‘H ^ £ 

branch. ’ wlth definlte queries as to future of this 



CCB 



I Autliorily^Oj'/ I 




(32816) 



-EXT. . 



Total reductions within 
30 days 



19. 



Thi 3 would leave Branch strength in Continental 1J. 3. as of 
October 10-15 at 23. Thi 3 is less than tho figure established in the "biblo" 
for 1 October, i.o., 31. 

Further r eductions 

Further reductions within next 30 days may bo possible by 
eliminating the physician who is assigned to the emergency rooms and by lotting 
the dentist and dental technician go from tho dispensary. Thi3 would reduce 
strength ns of October 10-15 to 20. 

Ability of the Branch to get down to tho figure of 10 by 1 December 
depends entirely on decision to eliminate services such a3 tho dispensary or 
emergency rooms, plus resulting decline in overhead por3onnol at Branch Headquarters. 

The Medical personnel at Area F will bo required as long ns tho 
Area is functioning. 
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SECRET 

67720Y dYldufyi • UNITED STATES government 



Colonel Edward Gamble. 



uC. 



DATE: 12 Sept. 1945. 



H. van 3. Cleveland. 

SUDJECT: Liquidation of Medical Servico3 Personnel Assigned to U.S. 

Presen t Strength 

Officers Enlisted Mon Civilians Total 



vfr>3t Coast T.c. 

Area C 
Area F 

Branch Hqrs. (North Bldg.) 

Dispensary 
Drr.e rgency Rooms in Q Bldg & War Annex - 
Unas signed 



17 



20 



3 

3 
6 
9 

10 

4 

_6 

42 



Reductions anticipated within 30 days 




'Test Coast T.C. 
Area C 
Area F 

Branch Hdqrs. 
Dispensary 
Hhergency Rooms 
Una3 signed 



3 

3 

2 (1 Off. and 1 e.m.) 

3 (1 Off. and 2 o.n.) 
1 (1 e.m.) 

1 (1 nurse) 

6 



Total reductions within 

30 days 19. 

This would leave Branch strength in Continental U. 3. as of 
October 10-15 at 23. Thi3 is less than the figure established in the "bible" 
for 1 October, i.o., 31. 



Further r eductions 

Further reductions within next 30 day3 may bo possible by 
eliminating the physician who is assigned to the emergency rooms and by letting 
the dentist and dental technician go from the dispensary. Thi3 would reduce 
strength as of October 10-15 to 20. 

Ability of the Branch to got down to the figure of 10 by 1 December 
depends entirely on decision to eliminate services such as the dispensary or 
emergency rooms, plus ro3ulting doclino in overhead personnel at Branch Headquarters. 

The Medical personnel at Area F will bo required as long as the 
Area i3 functioning. 
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